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Question 

Number 

Question 

Responsible Agency for Response 

Response 

1 

What is the anticipated period of performance? 

HQDA (EXORD TBP) 

awaiting EXORD, DHS RFA states NTE 31 Dec 18 

2 

What is the square footage requirement per occupant in billeting spaces? 

DHS/DHHS 


3 

What is the ratio of showers and toilets required to supported population 

DHS/DHHS 


4 

Will USG consider larger compartmented tents that will require less ground space, generators, HVAC 
units, and trip hazards as opposed to GP Medium that will require more ground space and infrastructure? 

DHS/DHHS 


5 

Assuming GP medium tents with 10 beds per tent what is the minimum/maximum size family assigned per 
GP Medium tent. 

DHS/DHHS 


6 

What is the expectation or extent required for privacy, individual families in billeting areas, showers and 
toilets? 

DHS/DHHS 


7 

Will the contractor be required to collect and dispose of medical waste? What is the estimated lbs of waste 
per month? 

DHS/DHHS 


8 

Will chemical latrines be required? If so, what is the ratio of chemical latrines to population supported? 

DHS/DHHS 


9 

How many vehicle parking spaces should contractor be prepared to provide at camp site for staff, visitors? 

DHS/DHHS 


10 

Will contractor be required to provide pest control per LOGCAP PWS? 

DHS/DHHS 


11 

Is there a requirement for DHS/DHHS staff housing above and beyond the IOC, FOC requirement. If so, 
how many will require housing on the camp site? 

DHS/DHHS 


12 

Will contractor be required to provide signage for the camp? If so what is the workload driver? 

DHS/DHHS 


13 

Will contractor be required to provide self service laundry? What is the ratio of washers/dryers that will 
be required to support population? 

DHS/DHHS 


14 

What is the menu that contractor will be required to support for food service preparation and operations in 
the Dining Facility (DFAC)? 

DHS/DHHS 


15 

If DLA is providing food and supplements? Will prime vendor deliver to camp site? 

LRC 


16 

Will DHS/DHHS staff eat in the camp DFAC? If so, what are anticipated quantity of personnel per meal? 
Will the menu be the same as the occupant menus? 

DHS/DHHS 


17 

What is the total square footage requirement for education spaces for occupants and/or training spaces for 
staff and what is the square footage requirement for each office space or training space? 

DHS/DHHS 


18 

What is the total square footage requirement for recreation spaces, square footage per recreation space and 
what equipment is required at each recreation space? 

DHS/DHHS 


19 

Will contractor be allowed to draw water from the main tower or other USG sites? If so , what locations are 
authorized? 

DPW 


20 

Will contractor be required to perform dust abatement? If so what are estimated road miles? 

DPW 


21 

Will contractor be required to provide custodial support? If so, will custodial be limited to common areas. 
Will contractor be required to clean billeting spaces at anytime? 

DHS/DHHS 


22 

Who will control access to the camp site? What are the badging requirements for contractors and 
occupants? What type of badging will be acceptable? 

DHS/DHHS 


23 

Will there be any facilities required for holding areas for occupants to include personal effects? What is the 
total square footage and square footage for each space? 

DHS/DHHS 


24 

Will USG provided scaled Topographic maps of proposed sites? 

DPW 


25 

Who is responsible for perimeter security and security inside the perimeter fencing? What law 
enforcement agency has cognizant authority over inside and outside the camps? 

DHS/DHHS 


26 

Who will provide fire fighting support to sites? 

DES 


27 

Will single bed/cots or bunk beds be the preferred choice for billeting? 

DHS/DHHS 


28 

Will there be any other required furnishings other then beds/costs in billeting? 

DHS/DHHS 


29 

What is the intended length of stay per occupant/family? 

DHS/DHHS 






























30 

Is there flexability on the IOC date? 

DHS/DHHS 


31 

Is there an information flow mandate? 

ARNORTH 


32 

Is there a requirement (dimensions) for court room, private rooms for counselings, etc.? 

DHS 


33 

Provide pictures/ graphics from Dilley (S. Texas) camp? 

DHS 


34 

What is the total capacity of Dilley? 

DHS 


35 

Provide building plans of Dilley 

DHS 


36 

What is required for contractors to enter the site for maintenance (Badges/ Background check, etc) once the 
site is occupied? 

DHS 


37 

Who provide food services (DHS or Contractors)? 

DHS 


38 

Is there a cultural menu (if so, please provide sample menus) 

DHS 


39 

Will DHS/ICE cadre stay on local economy or on-site? How will they get to the site if they stay on 
economy? 

DHS 


40 

How much space in between camps if dual mission is approved? Shared Operational Areas? 

DHS/DHHS 


41 

If shared operational areas, can a berm be build between the two camps? 

DHS/DHHS 


42 

Request a physical address for the Site Monitor? 

Fort Bliss 


43 

Who is the contract POC? 

Fort Bliss 


44 

Is there network access (computer drops, phone lines and WIFI) at Site Monitor? 

Fort Bliss 


45 

Define the electrical interface for the 2000 family camp to the 4000 family camp. (Voltage, phases, number 
of amps and number of drops). 

DHS 


46 

Define the water (potable) interface for the 4000 family objective camp. (Line size, pressure, flow rate). 

DHS 


47 

The utilities (electric/water) will be brought to the edge of the box at the camp but how will it be 
distributed throughout the camp? 

DHS 


48 

How will the camp dispose of the sewage and grey water from the facility? There are manholes for sewage 
at some locations in parcel 2. 

DHS 


49 

What buildings at the site monitor needs power and water? 

DHS 


50 

Seeing as buildings at Site Monitor are being demolished, can they cut holes in walls to install window 
units for air condition? 

Fort Bliss 



























